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Laboratory Leak Tester Provides High Sensitivity 


A simple, reliable portable leak detecting unit is 
capable of measuring leak rates of 10-5 cc/sec or less. 
The device can be mounted in a carrying case and con- 
sists of three vacuum chambers, two pressure gages, 
and positive seal type control valves. 

The unit operates by measuring the pressure 
increase caused by the leak. A calibrated chamber con- 
tains a known volume of gas and the change in pressure 
of this gas over a given period of time is measured by an 
extremely sensitive pressure differential type of gage. 
The data is reduced to determine the leak rate. 

The leak tester can be used to check various 
types of valves and fittings for leak tightness. When 
used with a small vacuum chamber or bell jar various 
materials can be checked for outgassing at different 
pressures, or the approximate vapor pressure points of 
the materials can be determined. 

The leak tester may be of interest to manufac- 
turers and suppliers of industrial gas, laboratory per- 
sonnel, and users of hazardous or toxic gas. 


Note: 

Requests for further information may be directed 
to: 

Mr. Glenn K. Ellis 
Technology Utilization Officer 
Office of Information Services 
U.S. Atomic Energy Commission 
Washington, D.C. 20545 
Reference: TSP72-10240 

Patent status: 

Inquiries concerning rights for commerical use of 
this information may be made to: 

Mr. George H. Lee, Chief 
Chicago Patent Group 
U.S. Atomic Energy Commission 
Chicago Operations Office 
9800 South Cass Avenue 
Argonne, Illinois 60439 

Source: Everett G. Hayes 
Sandia Laboratories 
under contract to 
Atomic Energy Commission 
(AEC- 10042) 


Category 03 



This document was prepared under the sponsorship of the Atomic liability resulting from the use of the information contained in this 

Energy Commission and/or the National Aeronautics and Space document, or warrants that the use of any information, apparatus, 

Administration. Neither the United States Government nor any per- method, or process disclosed in this document may not infringe pri- 
son acting on behalf of the United States Government assumes any vately owned rights. 


